ATLANTA, GA, 


THE WATER TOWER was built by John 
Noble at a cost of $107,000.00. The Clock was £ 
made by the Howard Clock Co., Boston, Mass., ^ 
the clock and bell costing $1,200.00. J. E. Veal 2 
placed the clock on the water tower in 1871 « 
and it has been in constant use since that ^ 
time. o 
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R-9 — Old Town Clock, Rome, Ga. 



